THE  GENERAL  HISTORY 


THE  PERIODIZATION  OF  THE  GENERAL  HISTORY 
THE  CHRONOLOGY  OF  THE  GENERAL  HISTORY 
THE  TIMELINE  OF  THE  PRESENT  GENERAL  HISTORY 
THE  UNIVERSAL  TIME  SCALE 
THE  TERRESTRIAL  TIME  SCALE 


ALMANAC 
CCCLXXXVII 
THE  5TH  SUPEREON 

THE  1 1TH  EON 
THE  33RD  ERA 
THE  121ST  PERIOD 
THE  91 ST  EPOCH 
THE  98TH  AGE 
THE  5TH  CHRON 
THE  23RD  MOMENT 


THE  23RD  MOMENT  began  13  540  years  ago. 

THE  23RD  MOMENT  began  13  819  986  460  years  after  the  Big  Bang. 
THE  23RD  MOMENT  began  in  the  13  819  986  459th  year  UH. 
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THE  23RD  MOMENT  began  in  the  4  562  986  459th  year  EH. 

THE  23RD  MOMENT  lasted  from  13  540  years  ago 

to  13  350  years  ago. 

THE  23RD  MOMENT  lasted  from  13  819  986  460  years  after 
the  Big  Bang  to  13  819  986  650  years  after  the  Big  Bang. 

THE  23RD  MOMENT  lasted  from  the  13  819  986  459th  year  UH 
to  the  13  819  986  649th  year  UH. 

THE  23RD  MOMENT  lasted  from  the  4  562  986  459th  year  EH 
to  the  4  562  986  649th  year  EH. 

THE  23RD  MOMENT  ended  13  350  years  ago. 

THE  23RD  MOMENT  ended  13  819  986  650  years  after  the  Big  Bang. 

THE  23RD  MOMENT  ended  in  the  13  819  986  649th  year  UH. 

THE  23RD  MOMENT  ended  in  the  4  562  986  649th  year  EH. 

The  duration  of  THE  23RD  MOMENT  was  190  years. 
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